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E.O. 11652:N/A 

TAGS: ASEC 

SUBJECT: ALARM INSTALLATION 

REF: BLISS BAGNAL-CLEMMONS TELCON ON MAY 14 

FOR RSO FROM BAGNAL 

1. TECHNICAL SECURITY OFFICER RONALD SLIFKO AND NAVY 
SEABEE MEL DEAN SCHEDULED TO DEPART WASHINGTON MAY 19 ON 
FLIGHT AL 539 ARRIVE OTTAWA ON AC 102. TEAM IS PREPARED TO 
INSTALL ALARM SYSTEM AND CCTV IN ACCORDANCE WITH OTTAWA 
MEMO DATED JANUARY 3, 1975. DUE TO OTHER COMMITMENTS, 

TEAM WILL BE REQUIRED TO DEPART OTTAWA NOT LATER THAN MAY 23. 

2. EIGHT UNCLASSIFIED POUCHES SHIPPED UNDER AIRWAY BILL 
007-69673811 SCHEDULED TO ARRIVE OTTAWA MAY 17 ON FLIGHT 
EA 172. IN ORDER FOR TEAM TO START WORK IMMEDIATELY UPON 
ARRIVAL ON MAY 19 REQUEST RSO ASSISTANCE IN CLEARING POUCHES 
FROM CUSTOMS ON MAY 17. PLEASE ADVISE SY/T IF THIS IS NOT 
POSSIBLE. 

3. PLEASE MEET AND PROVIDE ACCOMMODATIONS IN HOTEL ELGIN 
IF POSSIBLE. KISSINGER 
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